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Samples of wood submitted by referenced letter were 
dried to equilibrium at 105° C. The moisture content 
expressed as a percentage of the original weight was found 
to be as follows: 



Sample 



Moisture Content, % 



Solid wood 
5 - Ply 
g - ply 



9.2 

7.1 
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For the Director 

By 
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P. E7 Wormeley 

Chief, Testing & Specifications Section 
Organic and Fibrous Materials Division 
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Marofa 20, 1%? 



Mr* C. S. Weber 
Paper Section 

Hational Bureau of Standards 
Washington, 0, C. 

Osar Mr. Babers 

Confining tha verbal request of a representative 
of this Agency, it is requested that the percentage of aoleture 
content of the three samples of wood previously delivered be 
dsteradLnsd* 

As agreed upon between yon end the aforementioned 
representative, drying of the wood act 100 degrees Centigrade 
will be satisfactory to obtain the intonation desired. 

Tour cooperation in this natter le appreciated* 

Sincerely yours, 

m sru our 2 1 1947 

HAHZLL D. JOBSS 
Major, Signal Corps 
Baeeatlve Officer, ASA 
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